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B. Patrolman Tippit Killed / 

An immediate investigation was launched to identify and 
apprehend the President’s assailant. Within the hour, at approximately 
1:15 p.m., Dallas Patrolman J. D. Tippit, presumably acting on the 
basis of a broadcast over the police radio, stopped a possible suspect 
on Tenth Street just east of Patton Street. The man drew a gun and 
shot Patrolman Tippit three times, resulting in the officer's death. 

(exhibit 1) Ihe assailant, subsequently identified as Lee Harvey 
Oswald, was apprehended in the Texas Theater, 231 West Jefferson 
Boulevard. (Exhibit 1) In the course of the apprehension, which took 
place about 2:00 p.m. , he- resisted violently and attempted to shoot “ 
still another police officer. 

Identified as an employee in the building from which the shots 
were fired at President Kennedy and Governor Connally, Oswald 
became a prime suspect in the assassination of President Kennedy. 

However, when interviewed following his apprehension, Oswald denied 
any knowledge of or participation in the assassination of the President 
or Tippit's murder. 

Nevertheless, evidence developed in the investigation points 
conclusively to the assassination of President Kennedy by Lee Harvey 
Oswald, avowed Marxist, a former defector to the Soviet Union and 

the self-appointed Secretary of the New Orleans Chapter of the Fair 
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Play for Cuba Committee, a pro-Castro organisation^, 
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